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CONFIDENTIAL ATHENS 7952 

DEPT FOR A/SY/T; FRANKFURT FOR RTC; NICOSIA FOR RSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: MTC MKII CAMERAS - NICOSIA 

1. TWO MTC MKII CAMERAS, SERIAL NUMBERS 184166 AND 
184147, HAVE BEEN MODIFIED PER STATE MEMO. MODIFICATION 
APPEARS TO HAVE CORRECTED 184166 PROBLEM AND CAMERA HAS 
BEEN POUCHED TO NICOSIA; HOWEVER, 184147 CAMERA EXHIBITED 
SAME JITTER SYMPTOM AFTER MODIFICATION AS IT DID BEFORE 
MODIFICATION. ADJUSTMENT OF R141 HORIZONTAL FREQUENCY 
CONTROL DID NOT SOLVE PROBLEM (50 HZ. OPERATION). 

2. ANOTHER NICOSIA CAMERA MTC MKII SERIAL NUMBER 183837 
WAS FOUND TO HAVE NO VIDEO OUTPUT SIGNAL. 

3. BOTH CAMERAS ARE BEING POUCHED BACK TO SY/T FOR REPAIRS. 
IT IS REQUESTED THAT THESE CAMERAS BE REPAIRED AS SOON AS 
POSSIBLE AS THEY REPRESENT THE NICOSIA BACKUP AMERAS. 

4. IT IS REQUESTED THAT SY/T SEND ATHENS TSO SCHEMATICS 
AND TROUBLESHOOTING DIAGRAMS FOR CONCORD MTC MKII AND 
MKII D/N CMERA. 

5. ANOTHER PROBLEM THAT HAS BEEN OCCURRING IS IN THE 
PAN/TILT AND LENS "CONTROL' 1 ASSEMBLY. THIS PROBLEM APPEARS 
TO BE CAUSED BY DEFECTIVE 250 VOLT ELECTROLYTIC CAPACITORS 
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THAT TEND TO SHORT CIRCUIT THE POWER SUPPLY. SCHEMATICS 
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WOULD BE APPRECIATED ON THIS UNIT ALSO. STEARNS 
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